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Atlantic Bridge 


Bulk Carrier - 79,513 d.w.t. 
(ex Dorsetshire) 


Captain King M.G 
Chief Eng Officer Worthington T.C 





Chief Officer Garner J.E Jnr Chief Eng Officer Pearson |.D 
2nd Officer Williams J.B 3rd Eng Officer Kyle A.M 
3rd Officer Gooding J.E 4th Eng Officer Lamb S.G 

Radio Officer Stephens S.H.W 5th Eng Officer Unsworth E 

Purser Traynor J.A Jnr Eng Officer Clark P.T 


Jnr Eng Officer Eaton J.W 
Electrical Officer Williams E.J 
Carpenter Miller A.J 





Australian Bridge 
Oil/Bulk/Ore Carrier - 142,725 d.w.t. 


Chief Eng Officer Jones R.M 


Chief Officer Davies W.A.D Electrical Officer McEwan | 
2nd Officer Marsh D.G 





Berkshire 
Bulk/Car Carrier - 31,475 d.w.t. 


Captain Arthur K 
Chief Eng Officer McLeod-Brown R 





Chief Officer Payne A.D.C 2nd Eng Officer MacDonald J.A.M 
2nd Officer Morgan A.J.L 3rd Eng Officer Harris J 
3rd Officer Hanlen B.A 4th Eng Officer Douglas P.F 
Deck Cadet Jones P.D 5th Eng Officer Williams R 
Deck Cadet Heywood G.J Electrical Officer Graham A.J 


Radio Officer O'Brien M.J 
Purser Stacey R.L 


Cheshire IV 
Geared bulk Carrier - 31,475 d.w.t. 


Captain Gowsell K 
Chief Eng Officer Collins R.H 





Chief Officer McLeod K 2nd Eng Officer Blaxland M 
2nd Officer Smith D.E 3rd Eng Officer Jesson W 
3rd Officer Bird K.R 4th Eng Officer Anderson D.J 
Deck Cadet Sheldon R.J 5th Eng Officer Henderson E.P 
Deck Cadet Baird |.H Engineer Cadet Findlay K.W 
Radio Officer Hopwood W.S Electrical Officer Lewis D.S 


Purser Watts A 


Coventry City 
General Cargo - 10,720 d.w.t. 


Captain Butler M.J 
Chief Eng Officer Fawcus F 


2nd Eng Officer Gibson E.T 





Chief Officer Wyatt R.H.W 


2nd Officer Dye D.M 3rd Eng Officer Craig C.G 
3rd Officer Askew F.J Ext 3rd Eng Officer Mintoff C 
Deck Cadet Wopat R 4th Eng Officer Manson R.C 
Deck Cadet Thelwell A.G 5th Eng Officer Williams B.R.B 
Radio Officer Emmett R.P Jnr Eng Officer Keenan K.M 
Purser Coyne A.E Electrical Officer Sutherland K 


Dart America 
Container - 28,488 d.w.t. 


Captain IrishE 
Chief Eng Officer Williams K.J 


2nd Eng Officer Walters M.S 
3rd Eng Officer Walker J 
4th Eng Officer McRae M.S 
Jnr Eng Officer Bell E.A 
Electrical Officer Francis B 





Chief Officer Thomas C.O 
2nd Officer Bayliss E.W 
Ext 2nd Officer Walford C.E 
Radio Officer Cross P.A 
Purser Willis F.J 


Dart Atlantic 


Container - 28,488 d.w.t. 


Captain Ashton A.F 


Chief Eng Officer Robertson A 








Chief Officer Pain M.J Jnr Chief Eng Officer Hesketh C.S 
2nd Officer Waldron P.A 3rd Eng Officer Jones F.J 
Ext Chief Officer Philip B.P Ext 3rd Eng Officer Gray R 
Ext 2nd Officer Poynder A.J.L 5th Eng Officer Olson S 
Deck Cadet Gallagher D.A Electrical Officer Shaw P.H 
Radio Officer Wilmot M.K 
Purser Brain J.A 
Derbyshire III 
General Cargo - 14,827 d.w.t. 
Captain Clayton D.R 
Chief Eng Officer Pearson W.E 
Chief Officer Palmer R.G 2nd Eng Officer Nash B.E 
2nd Officer Weinman L.P 3rd Eng Officer Currie I.S 
3rd Officer Morris R.A 4th Eng Officer Arrowsmith D.R 
Deck Cadet Madell K.R 5th Eng Officer Webster W.A.S 
Deck Cadet Leighton T Jnr Eng Officer Wild R.H 
Deck Cadet Blaasse J.W Engineer Cadet Brennan S 
Radio Officer Stenton S.W.A Engineer Cadet Bones M.T 
Purser Greenland T.V.W Electrical Officer Rogers D 


Carpenter 


Roberts W.H 


English Bridge 
Oil/Bulk/Ore Carrier - 166,410 d.w.t. 


Captain Boyle P 
Chief Eng Officer Marsh N 





Chief Officer 
1st Officer 
2nd Officer 


Underhill G.V 
Farrand P 
Keenan D.A 


2nd Eng Officer 
Ext 2nd Eng Officer 
3rd Eng Officer 





Leech C 
Kirchin F.R 
Edgington J.S 





Ext 2nd Officer Knowles R.J.P Ext 3rd Eng Officer Powell R 
Radio Officer Melia A 4th Eng Officer O'Donnell J.F 
Purser Matthews A Ext 4th Eng Officer Beattie P.J 
5th Eng Officer Matthewson D 
Ext 5th Eng Officer Nicolson S.A 
Jnr Eng Officer Smith J.M 
Electrical Officer Brown F.A 
Carpenter McHugh G 
Herefordshire ITI 
General Cargo - 16,707 d.w.t. 
Captain Taylor J.R 
Chief Eng Officer Ford A.J.K 
Chief Officer Robins M.R 2nd Eng Officer McCarthy J.S 
2nd Officer Webster R.A 3rd Eng Officer Turnbull J.D 
3rd Officer Hodgkinson J.H 4th Eng Officer Thomson B.M 
Deck Cadet Joy P.T Ext 4th Eng Officer Fitzsimmons R 
Deck Cadet Townend R.1 Jnr Eng Officer Slocombe R.T 
Deck Cadet Johnson L.H.M Electrical Officer Tuson R 
Radio Officer Cunnison A.J 
Purser Reed A 


Carpenter 


O'Neill J.E.J 


Lancashire IV 
General Cargo - 16,707 d.w.t. 


Captain Moore A.R 
Chief Eng Officer Ashcroft T.S 





Chief Officer Lightfoot A.F 2nd Eng Officer Mcintyre P.A 
2nd Officer Blackler K.G 3rd Eng Officer Kenyon J 
Ext Chief Officer Collins J.R 4th Eng Officer Hutton R.A 
3rd Officer Scrimgour P Ext 4th Eng Officer Bauchop L.D 
Deck Cadet Nield R.T Jnr Eng Officer Rayson S.W 
Deck Cadet Mortensen A.R Electrical Officer Thomas D.H 


Radio Officer Fell A.E 
2nd Radio Officer Pardoe T.R 
Purser McNeil R 
Carpenter Blaze R 


Lincolnshire 
Gas Carrier - 31,296 cubic metres 


Captain Anderson K 
Chief Eng Officer Griffith H.V 





Chief Officer McWilliam J.M 2nd Eng Officer McConnell R.J 
2nd Officer Creamer D.J 3rd Eng Officer Ratcliffe A.T 
Ext Chief Officer Wicks C 4th Eng Officer Hanks W.R 
3rd Officer Browning A.A Ext 4th Eng Officer Morton R 
Radio Officer Scorgie J 5th Eng Officer Akroyd C.M 


Purser Wilkinson J.F Electrical Officer McDonald F.G 


Ocean Bridge 
Oil/Bulk/Ore Carrier - 113,536 d.w.t. 


Captain Gavin J.S 
Chief Eng Officer Robinson J 





Chief Officer Jewell J.W 2nd Eng Officer Paul J.J 
1st Officer Hunter M.J 3rd Eng Officer Bell W.C 
2nd Officer Gibson S.H Ext 3rd Eng Officer Currivan C.A 
Ext 2nd Officer Folley W.D 4th Eng Officer Chapman K 
Radio Officer Ferry W.J 5th Eng Officer Simpson W 
Purser Callon J Jnr Eng Officer Cave D.A 


Jnr Eng Officer Pawson B.S 
Engineer Cadet Wilkins A.D 
Engineer Cadet Williams G.J 
Electrical Officer Hird A 
Carpenter Finlayson J 





Oxfordshire 
Bulk/Car Carrier - 31,770 d.w.t. 


Captain Nisbet M.R 
Chief Eng Officer Green H 





Chief Officer Appleton J.K 2nd Eng Officer Hay W 
2nd Officer McClure S.A 3rd Eng Officer Palmer W 
3rd Officer Moore T.R 4th Eng Officer Hickey J.L 
Deck Cadet Davy G.S 5th Eng Officer Maslen J.F 
Deck Cadet Dickin K.N Engineer Cadet Potter D.A 

Radio Officer Sweet T.J Electrical Officer Grange | 


2nd Radio Officer Banks R.H 
Purser Rose J.(p) 


Pacific Bridge 
Oil/Bulk/Ore Carrier - 79,308 d.w.t. 


Captain Waldie J.W 
Chief Eng Officer Baker | 





Chief Officer Brown D.M 
2nd Officer Thomas D.H 
3rd Officer Kuczynski R.V 

Radio Officer Williamson J.M 

Purser Kays W.H 


2nd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
5th Eng Officer 
Jnr Eng Officer 
Jnr Eng Officer 


Mullaly A.E 
Lawrenson J 
Seymour G.F 
Nicholson G.J 
Roberts A.J 
Burton G.A 


Engineer Cadet Cantlwell P.T 
Electrical Officer Thomas A 
Carpenter Blease T.V 





Toronto City 
General Cargo - 10,720 d.w.t. 


Captain Miller K.D 
Chief Eng Officer Bentley L.F 


2nd Eng Officer Stevenson G.B 
3rd Eng Officer Weall K 
Ext 3rd Eng Officer Mather D.G 
4th Eng Officer Radford S.J 
5th Eng Officer Swan A 
Jnr Eng Officer Johnson A 
Electrical Officer Donoghue P 
2nd Elect Officer Lane T 





Chief Officer Scott H.A 
2nd Officer Robins G 
3rd Officer McMahon M.T.P 
Deck Cadet Roberts G.A 
Deck Cadet Christopherson P 
Radio Officer Goulbourne M.E 
Purser Hamer E 


Warwickshire 
General Cargo - 15,924 d.w.t. 


Captain Horn M.J 
Chief Eng Officer Shackleton J.H 





Chief Officer Taylor R.| 2nd Eng Officer Turbitt D 
2nd Officer Set A 3rd Eng Officer Trigg A 
3rd Officer Pilgrim D.J 4th Eng Officer Hartley M 
Deck Cadet Hughes (ch) P 5th Eng Officer Surtees J.G 
Deck Cadet Ringrose |.G Jnr Eng Officer O'Donnell T.P 
Deck Cadet Marsh C.H Electrical Officer Holt G 


Deck Cadet Clark C.N 
Radio Officer Ormrod W.R 
Purser Maldonado A 


Westminster Bridge 
Bulk Carrier - 73,350 d.w.t. 


Captain Swift K.P.G 
Chief Eng Officer McDonald D 





Chief Officer Preshaw A.G 2nd Eng Officer Lamont J.D 
2nd Officer Bytheway P.S 3rd Eng Officer Disley P.M 
3rd Officer Hodgson R.B 4th Eng Officer Cotton A 

Radio Officer Glover G.F 5th Eng Officer Givens T 

Purser Page D.F Jnr Eng Officer Gallagher D 


Jnr Eng Officer Kennedy D.J 
Engineer Cadet Elliot A.M 
Engineer Cadet Pickup R.W 
Electrical Officer Davidson R.M 
2nd Elect Officer Biggam M.J.E 
Carpenter Naughton A.E 





Wiltshire 


Gas Carrier - 15,495 cubic metres 


Captain McLeod R.F 
Chief Eng Officer Hancock P.F 





Chief Officer Fletcher P.W 2nd Eng Officer Reid D 
2nd Officer Bell R.N 4th Eng Officer Webster A.D.C 
Ext Chief Officer Stafford T.S 5th Eng Officer Noel R.E.A 
Ext Chief Officer Owen H.R Electrical Officer Butterworth A.D 
Radio Officer Furness J.M 2nd Elect Officer Beesley J.P 


Purser Bristow K.R 


Worcestershire III 
General Cargo - 14,827 d.w.t. 


Captain HudsonA 
Chief Eng Officer Brown L.G 





Chief Officer Milton W.R.F 2nd Eng Officer Curtis L.F 
2nd Officer McLeod D.T 3rd Eng Officer Steinson T.J 
3rd Officer Moore A.M Ext 3rd Eng Officer Ratnayake S.L 
Deck Cadet Sutton M.K 5th Eng Officer Meehan J 
Deck Cadet Harris S.N Jnr Eng Officer Smith D.S 
Deck Cadet Thomas S.J Electrical Officer Hacking A.L 


Deck Cadet McCluskey D.W 
Radio Officer Walsh J.D 
Purser Bond K.R 


